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GAS STATION INFORMATION 

Auxiliary catch lever Trunk opener Fuel filler door 


P.612 


P.121 


P.206 



Hood lock release lever 

P.612 


INPGSOIBa 

Tire inflation pressure 

P.759 


Fuel tank capacity 
(Reference) 

17.5 gal. (66.3 し 14.6 Imp.gal.) 

Fuel type 

Premium unleaded gasoline only 

P.204,754 

Cold tire inflation 
pressure 

P.759 

Engine oil capacity 
(Drain and refill - 
reference) 

2WD 

With filter 67(6.3,5.5) 

Without filter 6.2 (5.9,5.2) 

qt . (し Imp.qt.) 
AWD 

6.8 (6.4,5.6) 

6.3 (6.0,5.3) 

Engine oil type 

"Toyota Genuine Motor Oil" or equivalent 

Oil grade: ILSAC GF-5 multigrade engine oil 
Recommended viscosity: SAE OW-20 

P.754 


GS350_U(OM30C%U) 






































